AMENDMENT NO. 1 JUNE 2019 
TO 
IS 15483 (Part 2) : 2004/ISO 12858-2 : 1999 OPTICS AND OPTICAL 
INSTRUMENTS — ANCILLARY DEVICES FOR GEODETIC INSTRUMENTS 


Part 2 Tripods 


This Amendment No. | is identical with Amendment No | : Length of tripods of ISO 12858-2:1999 issued in 
2013 by International Organisation for Standardisation (ISO). 
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